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CATHEDRAL  OF  ST.  JOHNS  THE  EVANGELIST 
Cleveland,  Ohio 

The  original  Cathedral  cornerstone  was  laid  in  18 
and   the   building   finished   in    1952.   The  Cathedp^ 
208  feet  long,  covering   15,000  square  feet. 
The  Cathedral  is  the  focal  point  of  the  entir/fe  corji-^-  ^ 
plex    including:    the    Rectory,    Chancery,    St.'  Johtrs  - 
College,    and   St.   Johns   Dornaitory,    (left,  I9|65) 
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